Hr 1 and N Lee tine Content oi One-hunflraii thirty <U0> V.rlatla. 

of Domestic Cigarettes 

(shown in increasing order of nicotine values) 


Brand 

Type 

Tar 

(wft/etft) 

171 cot Ln* 

- Welt) 

UK 

100 nm, filter, menthol 

19 

1.3 

Pelt Hell 

king size, filter, (hard pack) 

19 

1*3 

Chesterfield 

king site, filter 

19 

1.3 

Hew Leaf 

king sirs, filter, menthol 

19 

U 3 

C«?<cl 

king sire, filter 

19 


American Brand 

king size, filter, (hard peck) 

19 

1.3 

L6N 

king size, filter 

19 

1.3 

Edgeworth Export 

king size, filter, (hard pack) 

18 

1.3 

Pall Mall 

100 mm, filter 

18 ; 

1.3 

Marlboro 

king size, filter 

19 

1.3 

Winston 

king size, filter, (bard pack) 

20 


Pall Hall 

100 zrfl, filter, menthol 

18 

1,3 

Pall Mall 

LOO mu, filter, (hard pack) 

18 

1.3 

Tareyton 

100 itn, filter 

19 

1.3 

Pall Mall 

100 iren, filter, msnthol, (hard pack) 

18 

1.4 

Raleigh 

100 mnt, filter 

19 

1.4 

Viceroy 

100 to, f lU«r 

19 

1.4 

Benson U Hedges 

100 TDTC, filter 

19 

1.4 

Wineton 

kins sire, filter 

20 

1.4 

Pall Hall 

king airs, filter 

21 

1.4 

Bel air 

100 mm, filter, menthol 

18 

1.4 

Maryland 

100 imi, filter, msnthol 

20 

1.4 

Camel Tails 

100 ms, filter 

20 

1.4 

American Brand 

king size, filter 

21 

1.4 

Salem , 

king size, filter, menthe! 

19 

1.4 

Vi Linton 

100 mra 4 filter 

20 

1.4 

Kool 

100 am, fitter, menthol 

19 

1.4 

Montclair 

king size, filter, menthol 

19 

1.4 

Pari Lament 

100 mm, filter 

19 

1.4 

Benson & Hedges 

\ 100 ram, filter, menthol 

20 

1.4 

L & M 

' 100 TO, filter 

19 

1.4 

Chesterfield 

101 aw, filter 

19 

1.4 

Kool 

king size, filter, menthol 

18 


Piedmont 

res, elre, nou-flUer 

24 

1.4 


100 men, filter, menthol 

* 20 

1.4 

Homo Run 

'■reg, size, non-filtQC 

19 


Galaxy 

king size, filter 

20 

1.4 

Domino 

king size, non—filter e 

27 

1.4 


reg. size, non-filter, Oeftthftl 

21 

1.5 

Saittft 

100 wr, filter, menthol 

20 

1.5 

Edgeworth Export 

100 m, filter 

19 

1.5 

Mnrlbgrg 

100 rrra, filter, (hard pack) 



Camel 

r«a« sire» non-filter 

25 

1.5 

Petar Stuyvcsasit 

king size, filtsr 

20 

1.5 

Marlboro 

100 am, filter 

20 


Peter Stuyvesant 

100 am, filter 

20 

1.5 

ChestcrSieId 

reg. size, liter 

25 


Picayune 

r«&* Hit, aon-filtsr 


1.6 

Philip Morrla 

reg, site, non-filter 

24 

1.6 

Old Cold Filters 

100 mm, filter 

25 

1.6 

Old Gold Straights 

king size, non-fLlter 

26 

1.6 

Lucky Filters 

king size, filter 

21 

1.6 

Lucky FiLtcr* 

100 ran, filter 

22 

1.6 

Half & Half 

king size, filter 

24 

1.7 

Lucky StrLke 

reg. size, non-filter 

28 

1.8 

Raleigh 

king size, non-filter 

27 

1.8 

English Ovals 

reg. size, non-filter, (hard wide pack) 

24 

1.8 

| Chesterfield 

king alee, non-filter 

29 

1.8 

Fall Mall 

king size, par.-filter 

29 

1.6 

Herbert Tareyton 

king size, non-filter 

29 

1.9 

Fatima 

king size, non-filter 

31 

1.9 

Philip Morris Commander 

king size, non-filter 

30 

2.0 

Bull Durham 

king size, filter 

30 

2.0 

Players 

reg. size, non-filter, (hard wide pack)' 

35 

2.4 

English Ovala 

king sics, non-filter, (hard wide pack) 

1 20 

2.4 


i TPM dry (ter) - dll Ignats total particulate eattar lose nicotine end vater 


Source: https://www.industrydocuments.ucsf.edu/docs/zjlk0001 




